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PAGE 01 VIENTI 00637 070903Z 
ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO FBOE-OO A-01 /017 W 

093039 071936Z/41 

R 07083 1ZIUN 78 
FM AMEMBASSY VIENTIANE 
TO AMEMBASSY BANGKOK 
INFO SECSTATE WASHDC 9328 
AMCONSUL HONG KONG 


Message Text 


LIMITED OFFICIAL USE VIENTIANE 0637 

STATE FOR SY/FO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: ALARM INSTALLATION 

1 . VIENTIANE CHANCERY INTRUSION ALARM INSTALLED AND TESTED. 

2. BEAUDOIN AND BOSTICK ARRIVING THURSDAY 8 JUNE AT 1600 
LOCAL VIA LS414. PLEASE MEET. 

ROBERTS 
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TAGS: ASEC 
To: BANGKOK 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/20c7cc8f-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



